Suffolk County Jail 


20 Bradston St. 
Boston MA 02118 
February 8, 2008 
Dear Sir or Madam, 
My name i _an ICE detainee at the Suffolk County House of 


Corrections, in building 8-4. My Detainee ID number 7! è l'm writing on behalf of all 


ICE detainees in Building 8, in regards to the conditions that we are dealing with. As of late, when shift 
changes from the 2™ to 3™ shift. At approximately (12) midnight our cell doors are then being locked 


and controlled at the panel by the 3™ shift C.O.'s and 


till morning. During, this 7-hour period we have been experiencing lack of toilet and water access. Asa 
result of this “Quote on Quote” malfunctioning to our cell doors, we are forced to urinate, either in 
canteen rice bags or hold our bladders till the morning shift. We the People in ICE custody feel, by 
complaining to the Superintendent would only worsen, one of many problems at hand. If this office finds 
our case, relating to this toilet issue to be as valuable as we do then maybe it could help us remedy this 
torturing situation at once. It leaves us with so many questions: such as, our cells aren't toilet ready, so 
why lock us in at their convenience, while it leaves us all detainees suffering unnecessarily. If this office 
can provide us with prompt aid in this sensitive matter of ours, it would bring us all here in building 8 


great pleasures. Thank you. 


Sincerely, 


Alien # signature: 


Name: Alien # Signature: 


te LL 


